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016383 040753Z/17 

R 040726Z JUL 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 4265 

CONFIDENTIAL PARIS 21122 

US OECD 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, CZ, US, HU, UK 
SUBJECT: U.S. PORTABLE LOGIC CIRCUIT ANALYZER TO 
CZECHOSLOVAKIA AND UK AUTOMATIC TEST SYSTEM FOR 
PRINTED CIRCUIT BOARDS TO HUNGARY 

REF: (A) COCOM DOC (77) 457 (B) COCOM DOC (77) 371, 

(C) PARIS 15383, (D) PARIS 31620 

1 . UKDEL HAS INDICATED THAT HIS AUTHORITIES HAVE 
ASKED FOR U.S. VIEWS ON ITS LATEST STATEMENT (REF C) 

WHICH PERTAINS TO THE TWO REFERENCED EXCEPTION 
REQUESTS. AS INDICATED REF D„ UK AUTHORITIES STILL 
BELIEVE THAT EQUIPMENT IN BOTH THESE CASES ARE IN 
FACT UNEMBARGOED. 

2. ACTION REQUESTED: INFORMATION FOR RESPONDING 
TO UK STATEMENT REF C. 

SALZMAN 
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